
I2AH7-GT 

MEDIUM-MU TWIN TRIODE 


GENERAL DATA 

Electrical: 

Heater, for Uni potential Cathodes: 

Voltage. 12.6 . 

Current. 0.15 . 


Grid to pi ate. , . . . 
Grid to cathode 

and heater . . . . , 
Plate to cathode 
and heater . . . . , 
Plate of unit No.l to 
pi ate of unit No.2 ■ 
Grid of unit No.l to 
grid of unit No.2. , 


LnarlCicn J l I C3 ( LI BSI A| 

PI ate Vol tage. 


Amplification Factor . 

Plate Resistance (Approx.) . . . 

Transconductance . 

Plate Current. 

Grid Voltage (Approx.) for plate 
current of 10 /xamp. 

Meehanical: 



. ac or dc 

vol ts 



. .amp 

; (Approx.) : 

6 


it No. 1 Unit No .2 


3 

2.2 

/i^f 

2.8 

3.2 

/i/xf 

2.6 

3 

mf 

. . 0.4 



. . 0.06 


wif 

r (Each uni 

t): 


100 

180 

vol ts 

- 3.6 

-6.5 

vol ts 

16 

16 


10300 

8400 

ohms 

1550 

1900 

jomhos 

3.7 

7.6 

ma 

-8.5 

-16 

vol ts 


• • • • ■ 

. Any 


Maximum Overall Length . 3-1/16" 

Maximum Seated Length. 2-1/2" 

Maximum Diameter . 1-9/32" 

Dimensional Outline . See General Section 

3ulb.T-9 

(Base.Intermediate-Shell Octal 8 -Pin (JETEC N 0 .B 8 - 6 ) 


Basing Designation for BOTTOM VIEW 

Pin 1 - Grid of 

Unit No.2 

Pin 2 - Cathode of (T y \ vV j& 

Unit No. 2 (-kL‘3) 

Pin 3 - Plate of J 7 

Unit No.2 
Pin 4 - Cathode of 
Unit No.l 


.8BE 

Pi n 5 - Gri d of 

Unit No.l 
Pin 6 - Plate of 

Unit No.l 
Pin 7 - Heater 
Pi n 8 - Heater 


With external shieldJETEC N0.3O8 connected to cathodeofunit under test. 
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Indicates a change. 
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